R. J. REYNOLDS 

TOBACCO COMPANY 


J. A. MORRIS 
K«y Account Manager 
Philadelphia Region 
4601 West Chester Pike 
Newtown Square, PA 19073 
PHONE: 610-353-8666 
FAX: 610-359-1576 


July 11,1996 

TO: Division Managers, Retail Managers, Sales Reps, and Retail Reps, with 

APlus/Sunoco Responsibility (CID No. 0362-xx-xx and 1335-xx-xx) in 
following Divisions: 1122.1126,1128,1130,1131,1221,1222,1223, 
1225,1229,1322,1326,1330,1332,1334,1622,1623,1626,1636,1638, 
1645,1729,1730,1732,1733,1738,1824,1828, 2926,2939, 6724, 6728, 
6730,6732,6737 

Distribution through ROUs 1110,1210,1310,1610,1710,1810,2910, 
6710-Thank you. 

SUBJECT: APLUS/SUNOCO Overhead Merchandisers - Status 
(CJD Nos, 0S62-xx,’XX and JSJS-xx-xx) 

Ladies and Gentlemen; 

As information APlus/Sunoco special overhead units havee been discontinued. If you are 
in need of any OPMs, please order standard RJR 0PM and mini overheads. This should 
be done via normal procedures through your ROUs. It is no longer necessary to go 
through Division 1340. 

Also, as information, if you need a Cimarron Floor Rack (Commodity No. 490451), 
these can be ordered through McLane Northeast. APlus/Sunoco managers should handle 
this ordering procedure, 

If you have any questions, please give me a call. 

Warm regards, 

Jim 

J.A, Morris 
JAM;des 

cc: Regional Managers 


Source; https://www.industrydocuments.ucsf.edu/docs/gfym0000 
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